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WINSTON SELECT SOURCE OF VOLUME 
Period 1: 4/25 - 6/27 
Period 2: 7/4 - 9/5 


Summary of Components of Change 



Number of 

Percent 

Component 

Packs 

Contribution 

Total 

523.0 


Shifting 

299.9 

57.3% 

Incr/Decr Consumption 

178.1 

34.1% 

COT Switching 

45.0 

8,6% 


Net Brand Switching 

Number of 

Packs 

% Of 

Packs 

Marlboro 

71.98 

24.0% 

A/0 PM Premium 

36.32 

12.1% 

A/0 Winston 

10.27 

3.4% 

Camel Filter 

16.91 

5.6% 

A/0 RJR Premium 

6.91 

2.3% 

A/0 Manf. Premium 

5.63 

1.9% 

PM Branded Discount 

26.72 

8.9% 

RJR Branded Discount 

52.05 

17.4% 

A/0 Manf. Branded Discount 

53.83 

17.9% 

Total Premium (ex. Select) 

158.93 

53.0% 

Total Discount 

140.97 

47.0% 

Brand Discount 

132.59 

44.2% 

Deep Discount 

8.38 

2.8% 

Total Wnst Select Switching 

299.9 

100.0% 


Source: IRI Household Panel 


0 / 7/96 


Select Vol Source 


Source: https://www.industrydocuments.ucsf.edu/docs/sxjn0004 
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WINSTON SELECT SOURCE OF VOLUME ANALYSIS 
NET BRAND SWITCHING 


Marlboro 

24% 


Total Discount 
47% 



Other PM Premium 
12 % 


SOURCE: IRl HOUSEHOLD PANEL 


Other Company 
Premium 
6 % 


RJR Premium 
11 % 
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